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MINISTRY OF URBAN DEVELOPMENT 
(Delhi Division) 

NOTIFICATION 

New Delhi, the 27th January, 2006 

io.97(^).—Whereas certain modifications which the Central Government proposed 
^0 m^ke in the Master Plan for Delhi-2001 as mentioned hereunder were 
published in the Gazette of India, Extraordinary, as Public Notice vide S.O. No. 
^23 (E) dated 15*^ June, 2005 by the Delhi Development Authority in accordance 
\jvith ^he provisions of Section 44 of the Delhi Development Act, 1956 (61 of 
1957) inviting objections/ suggestions as required by sub-section (3) of Section 
i 1-A of the said Act, within thirty days from the date of the said notice. 

Whereas objections/suggestions received with regard to the proposed 

C odifjeation were considered by a committee headed by Vice Chairman, Delhi 
evelopment Authority and whereas the Central Government have, after carefully 
(tonsidering all aspects of the matter, decided to modify the Master Plan for Delhi 
2001 . 


3. Now, therefore, in exercise of the powers conferred by sub-section (2) of 
Section 11-A of the said Act, the Central Government hereby makes the following 
ijnodifjcation in the said Master Plan for Delhi- 2001 with effect from the date of 
ll^ubliciation of this Notification in the Gazette of India. 

Modification; 


In Gazette of India, Part II section 3, sub-section (ii) dated 1.8.90 the following shall be 
iheorpbrated:- 

(li) On page 154 (LHS) under para (ii) “Use premises which are permitted in the use 
^onesiRD, Cl, C2, Ml and M2”, the existing provision regarding permissibility of Hotel 
$hall be replaced by the following: 

"Hotel is permitted in Commercial Use Zone, Commercial Centres in industrial 
use zone, Public & Semi Public facilities use Zone and Transport nodes (ISBT, 
Railway Station, airport, Integrated Freight Complex, Metropolitan Passenger 
Terminal) and other use zones where already existing and where building plans 
are approved by the competent Authority. The maximum Ground Coverage and 
FAR in such cases shall be as per the sanctioned building plans but in no case 
exceeding the permissible coverage and FAR of that use zone. This is further 
subject to the provision of parking as per norms.” 
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(ii) On page 155 (RHS) under 'Hotel (032), the existing provision shall be replaced by 
the follovwng:- 

“Hotel, Banquet, Gonferendng facilities, Restaurant, Swimming Pool, Health Club, 
Food Court, Discotheque, F^etaii & Personnel Service Shop & Commercial office.” 
Commercial offices, Retail and Service Shops to be restricted to 20% of total Floor 
area. 

(iii) On page 159 (LHS) in the table under “Parking Standard” at SI No. B (li)-agalnst the 
Use/Use premises “Hotel”, the following shall be incorporated under the column 
“Equivalent car spaces (ECS) p€Jr 100 sqm. of Floor Area” 

“3.00 ECS” 

(iv) On page 162 (RHS) under “HOTEL (032)” the existing provision shall be replaced 
by the following:- 

Maximum Ground Coverage 30% 

Maximum Floor Area F^tio 150 

Ma)(imum Height No restriction 

Other Control; 

i) Additional 5% Ground Coverage- shall be allowed for providing atrium. 
In case, the permissible additional Ground Coverage for atrium is 
utilized, 25% of the utilized ground coverage shall be counted towards 
FAR. 

ii) Maximum 20% of the FAR can be used for Retail & Service shops, 
Commercial offices. 

iii) The utilities such as, underground water storage tank, roof top water 
harvesting system, separate dry and wet dustbins, post delivery 
counter etc. are; to be provided within the plot. All hotels will have to 
make arrangements for solid waste disposal and preliminary effluent 
treatment. 

iv) Individual plot with Floor Area of 5000 sqm. or above will provide ESS 
and generator within the plot. They have to submit energy 
consumption/ audit at the time of sanction of building plans. 

v) Height shall be subject to clearance from ASI, Airport Authority of 
India, Delhi Fire Service etc. 

vi) Wherever parlcing is required to be earmarked within the 
ptot/basement, in case of its misuse, the same is liable to be 
municipalized/laken over by the Authority. 

Other Provisions: 

a) Basement(s) upto the setback line equivalent to parking and services 

requirement, such as Air Conditioning Plant and equipment, water storage, 

Eioiler, Electric Sub-Station HT and LT. Panel rooms, Transformer 

Compartment, Control Room, Pump House, Generator Room and other 





b) 

c) 

d) 
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mechanical services and installation of electrical and fire fighting equipment 
and other services required for the maintenance of the building with prior 
approval of ttie concerned agencies, shall be permitted and not to be counted 
in FAR. However, the area provided for services should not exceed 30% of 
the basement area. 

The basement(s) beyond the ground coverage shall be kept flush with the 
ground and shall be ventilated with mechanical means of ventilation; 
Basement(s) shall be designed to take full load of the fire tender, wherever 
required and subject to adequate safety measures. 

The electric sub-station and fire fighting installations/ underground water tank 
shall not to be counted in FAR and ground coverage. 


Note 


The above norms will apply prospectively i.e. for new hotel sites only- 



[No. K-20013/13/2004-DD IB] 
S. MUKHERJEE, Under Secy. 
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